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Chart 3 


Directorate of Intelligence 
February 1975 
Current 


Changes from 1967: 


1968 


1973 


1975 


Director of Intelligence Support 


abolished, 

NPIC transferred to DDS&T, 
DCS transferred to DDP. 
OPR established. 


Operations Center made 
independent of OCI, 


OBGI renamed OGCR. 


Approved For Release 2000/08/16 : CIA-RDP80T00704A000100060021-9 


